SSPC 62.1 VSES Meeting Agenda 
Sources, Source Control, and Ventilation Rates 
September 8-10, 2000 
Atlanta, Georgia 


Friday. September 8. 2000 

Main Committee Meeting 9:00 am to 5:00pm 


Saturday, September 9, 2000 

(Conference Room A/B, 1st Floor 


9:00 Introductions 

9:15 62h - Responses to comments Goal is approval of responses 

10:30 Appendix C: Guidelines for the Establishment of Air Quality Criteria For the 

indoor Environment Goal is approval for TC review(Levin) 

11:30 62n - Presentation and discussion (not necessarily in order) 

• new version distributed, 

• history, 

• basis in ventilation principles and research 

• additional improvements 


Breaks as needed 


12:00 Lunch...ASHRAE's treat 


1:15 62n - Continuation of discussion above as required, to be followed by motions and 

action on 62n with goal of approval of 2 nd public review draft for TC review. 


Breaks as needed 


4:30 New business 

5:00 Adjourn to complete assignments for Sunday 

Sunday, September 10. 2000 

Main Committee Meeting 8:00 am to 1:00pm 


PM3006450161 


Source: https://www.industrydocuments.ucsf.edu/docs/tzxj0001 
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PM3006450162 


Source: https://www.industrydocuments.ucsf.edu/docs/tzxj0001 




